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DRAFTED BY COM/OED/MEPD/IPHILBRICK/LW 
APPROVED BY EB/OCA/CM/JIREILLY 
COM/OED/MEPD/LENGLESON 
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R 1701 13Z MAR 78 
FM SECSTATE WASHDC 
TO AMEMBASSY MADRID 


LIMITED OFFICIAL USE STATE 068579 

E.O. 11652: N/A 

TAGS: BENC, SP 

SUBJECT: MAJOR PROJECT: COFRENTES NUCLEAR POWER PLANT 

1 . MAJOR EXPORT PROJECTS DIVISION USDOC WAS CONTACTED BY 
NUCLEAR INSTALLATION SERVICES COMPANY, NEW JERSEY REGARDING 
ITS ONE MILLION DOLLAR BID TO INSTALL INTERNAL PARTS OF THE 
REACTOR. NUCLEAR INSTALLATION SERVICES MADE THIS BID IN 
CONJUNCTION WITH MANCASA, A SPANISH CONSTRUCTION FIRM. 
ACCORDING TO U.S. FIRM WORK WAS TO BEGIN LAST FALL. 

REPEATED CALLS TO THE SPANISH PARTNER REVEAL THAT ALL WORK 
HAS BEEN HALTED DUE TO POLITICAL SENSITIVITY AND THAT THIS 
CONTRACT WAS NEVER AWARDED. 

2. REQUEST EMBASSY CHECK STATUS OF THIS PROJECT WITH 
EXECUTING AGENCY IDENTIFIED BY NUCLEAR INSTALLATION AS 
HYDROELECTRICA ESPANOLA. U.S. FIRM IS WORRIED LEST IT 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 STATE 068579 

MIGHT HAVE MISUNDERSTOOD SITUATION AND LOSE THIS 
OPPORTUNITY. EMBASSY ASSISTANCE MOST APPRECIATED. VANCE 
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Document Source: CORE 
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Drafter: OED/MEPD/JPHILBRICK/LW 
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Executive Order: N/A 

Errors: N/A 
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Subject: MAJOR PROJECT: COFRENTES NUCLEAR POWER PLANT 
TAGS: BENC, SP 
To: MADRID 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/c7b2ffc4-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Sheryl P. Walter 
Declassified/Released 
US Department of State 
EO Systematic Review 
20 Mar 2014 

Markings: Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



